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ILLEGIB 


On 6 November 1953, the installation on Goethe Strasse, 
wae occupied lay -a be jt 200 j trcx>j>e < wearing lra4«tboidered alHiMf epaulets,;! 
About 60 of the bidders of tin# iw^eAirt*on*«fer# lipitud *fte* 

nightfalifri:3fr t6 XT seidtdrs ftoeiiwsi tsUWibiiJfcii m *#*»*ty AA -*unj 
probably a 80 to IGO-em ‘gffli, its a shod. Iddl^dckial troops at ifatigue 
duty wer?"’ seed in t ie installation., Thu doors of the-vaJitclf shed, will 



installation^ irare closed v 





25X1 


I C onfadnt . The installation on (loathe fcitroaee probably* is the 
installation northwest of the Tangermuande railroad station, formerly 
belonging to the Hansa brewery in Stendal. The 953d AM Bn (US) of 
the 207th Mtz Rifle Div can be carried in the installation. 
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